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Recent increased industrial developnent and expansion in Braila have 
caused clectricity shortages ind compelled corresponding expangion of the 


electricz1 production facilities. the IMD Metallurgical Factory and the 


local shipyards have stepped up their operations. 
The Industria Sarmei Factory ‘wire factory) is using its ow power plant ~™“ 
to supply the city's needs. “he relay station utilized for this purpose 

is in yards of the Fropregul Factory of Brailite. The Progresul industrial 
plants are linked to the Gallacd pewor stations, though they have power 
plants capable of producing 2-phase A.C. current of 220 volts and 3~phase 
AG. current of 380 volts. 


Braila electric power is presently usnufectured by four dicsels capable of 
100 kilowatts each, and turbines capable of 2,000 kilowatts respectively. 


The fourteen electric substations axe as follows: 


380 Watts 
380 Yatts 
220 Watis 
220 Watte 


ao YVadul Schelet, La Rizeria Remana 
bo Rizeria Romena, inside yard 
fo. Bd. Cuga, Strada Carantina 
do Strada Rahova, Strada Galata 
€o Strada Victoria, Strada Rshova 
( andergzound) 
f. Strada Republicei, Strade Rahova 
& Strada Sfontu Sonstentin, Strada Rahova 
ho Strada Rehova, Strada Celarast 
i. Streda Freancesi 
je Renmigza, Bariera Galarasi 
ke Strada Republicei, Dorobantd 


220 Watts 
220 Watts 
220 Watts 
220 Watts 
220 Watte 
220 Watts 


(underground) with separate connection hea ae GA 
for IMD Factory 220 Watts ie haa B 
do Strada Victoria, Dorobanti. 220 Vatts tr AY 
Me Dorobanti, Strada Calseti 220 Watts A 


nme Brailita 360 Watts 


Outside Braila, on the streetesr line to Lecu Sarat, at Macazi there is 2 
substation with 380 watt outrut connected with the Soviet barrecks there. A 
substation exists at the tour hall. Radu Negru, producing 220 watts, one at Lacu 
Sarat of 220 watt capacity; end ancther at Satin Nou-Lacu Saret, also of 220 watt 
cope! Vor acsincation  sucatlt 

ere TT 7 uSTRIBUTION 


